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AMENDMENT OF SOLICITATION/MODIFICATION OF CONTRACT 


1. CONTRACT ID COO 


:. t AME\OM£NT/MOOtFlCATlON NO. 

P80005 


4. REQUISITION/PURCHA5E RE 


6. ISSUED Bv 


7. ADMINISTERED BY <lf ott*r ttian team S) 


U.S. Army Medical Research & Development 
Command 

ATTN: SGRD-ACQ 

Fort Detrick, Frederick, MD 21701-5012 


6. NAME AND ADDRESS OF CONTRACTOR (So., ttreti. county . State and ZIP Code ) 



SRI International . 

333 Ravenswood Avenue 
Menlo Park, California 94025 


y) I 9A. AMENDMENT OF SOLICITATION NO. 


»B. date'6 see ITEM 11) 


10A. MODIFICATION OF CONTRACT/ORDER 
NO. 


X DAMD17-85-C-5130 


FACILITY CODE 


| 1 10B. DATED (SEE ITEM 13) 

1 Oct 85 


n. THIS ITEM ONLY APPLIES TO AMENDMENTS OF SOLICITATIONS 

EZl The above numpereo solicitation is amended bs set forth in Item 14. The hour and date Kwcifiad for receipt of Offer* CD is extended 
tenaea 




0«»e's mosT acknowledge rectibt of this amendment prior to the hour end date soecified in the solicitation or as amended . bv one of the following methods: 

lai Bv ro—b'etmg Hems 6 and 15. and returning cooies of the amendment: (b) Bv acknowledging receiot of this amendment on each coov of the offe r 

sucmiv^ec s- is: Bv sesa'aie letter o r leiegram which includes a reierence to tne solicitation ano amendment numoers. FAILURE OF YOUR ACKNOWLtDG- 
"i BE RECEIN/EO AT THE PLACE DESIGNATED FOR THE RECEIPT OF OFFERS PRIOR TO THE HOUR ANO DATE SPECIFIED MAY RESULT 
N h.Jt L ,ios Of YOUR OFFER If bv virtue o< tnis amendment vou desire to change an otter already submitted, suen change mav be made bv telegram o' 
lette'. provided each telegram or letter makes reference to the solicitation and tnis amendment, and is received prior to the ooemng hour and date specified, 
li. ACCOUNTING AND APPROPRIATION DATA Uf required) — — — — — ^ 

9780400 44 6F0301 1222 503744 MIPR Number HHM440-8-8497 DCRNA228 DD60 $1,000,000. 


EC!t¥4tn7Tit e.TT.TJ -xrer 


13. THIS ITEM APPLIES ONLY TO MODI F tCATlONS OF CONTRACTS/ORDERS 
IT MODIFIES THE CONTRACT /ORDER NO. AS DESCRIBED IN ITEM 14. 


— 1 TRACT ORDER NO. IN ITEM 10A. 






I® *2°.X. E 'JyimbERED CONTRACT/ORDER IS MOOIFIED TO reflect the ADMINISTRATIVE Changes taueh as chan,t. in Joyiiuoffici 

I appropriation Pate, tic.) SET FORTH IN ITEM 14, PURSUANT TO THE AUTHORITY OF FAR 43.103(b). monies in payini orrtet. 

jC. This Supplemental AGREEMENT is ENTERED INTO PURSUANT TO AUTHORITY OF: 


87-135, and Cl. 66 Limitation of Funds FAR 52.232-22 APR 84 


E. IMPORTANT. Contractor 3 is not. i 1 is reauired to sign this document and return . 

14 - DESCRIPTION OF AMENOMENT/MOOIFICATION (Ortonucd b 


copies to the issuing office. 


gra gJTi -lIM. l . f f ' .I I JflJJl if .ll.O t .Wjm tt . ' » »■ < I., u a H ire 


TERM OF CONTRACT: 7 October 1985 - 30 September 1 

FUNDS PROVIDED TO DATE: 


I 


TYPE OF CONTRACT: Cost nus Fixe 


SGFOIA2 SGFOIA2 

ana c‘ *«c '. ° * r *' n> 111 i* f rnt end conditions of ma aocumant rslerenced In Itam 9A or 10A. as naratoiora changed, remains unchangao and in full fore* 

lf>~. NAME ANw T I , L£ of SIGNER (Type or pnntf |16A. NAME ANO TITLE OF CONTRACTING OFFICER (Type or pnnt) 

JEAN Va SMITH 

Contracting Officer 

CTOR/OFFeror | i SC. DATE SIGNED 160. UNITED STATES OF AMERICA ;16C- DATE. SIGN El 


1*B. CON T R AC TOR/OFFEROR" 


; 16C. DATE SIGNET 


<S«n* tU rr of fxrtpn authored to tt #n> 


N5N 7540-0 l -152^Ppf 


!■ AVlf 1 1 • I *1 



STANDARD FORM 30 (REV. lb-ea 
PrascriPad by GSA 
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INSTRUCTIONS 

Instructions for items other than those that are self-explanatory, are as follows: 


(a) Item 1 (Contract ID Code) . Insert the contract type 
identification code that appears in the title block of 
the contract being modified. 

(b) Item 3 (Effective date) . 

(1) For a solicitation amendment, change order, or 
administrative change, the effective date shall be 
the issue date of the amendment, change order, or 

— administrative change. 

(2) For a supplemental agreement, the effective date 
shall be the date agreed to by the contracting 
parties. 

(3) For a modification issued as an initial or confirm- 
ing notice of termination for the convenience of 
the Government, the effective date and the modi- 
fication number of the confirming notice shall be 
the same as the effective date and modification 
number of the initial notice. 

(4) For a modification converting a termination for 
default to a termination for the convenience of 
the Government, the effective date shall be the 
same as the effective date of the termination for 
default. 

(5) For a modification confirming the contracting 
officer's determination of the amount due in 
settlement of a contract termination, the effec- 
tive date shall be the same as the effective date of 
the initial decision. 

(c) Item 6 (Issued By) . Insert the name and address of 
the issuing office. If applicable, insert the appropriate 
issuing office code in the code block. 

<d) Item 8 (Name and Address of Contractor ). For modi- 
fications to a contract or order, enter the contractor's 
name, address, and code as shown in the original con- 
tract or order, unless changed by this or a previous 
modification. 

(e) Items 9, (Amendment of Solicitation No.-Oated). 
and 10, (Modification of Contract/Order No- 
Dated). Check the appropriate box and in the corres- 
ponding blanks insert the number and date of the 
original solicitation, contract, or order. 

(f) Item 12 (Accounting and Appropriation Data) . When 
appropriate, indicate the impact of the modification 
on each affected accounting classification by inserting 
one of the following entries: 


(2) Accounting classification 

Net decrease $ 

NOTE: If there are changes to multiple accounting 
classifications that cannot be placed in block 12 _ , 
insert an asterisk and the words "See continuation 
sheet". 

.(g) I tem 13. Check the appropriate box to indicate the 
type of modification. Insert in the corresponding 
blank the authority under which the modification is 
issued. Check whether or not contractor must sign 
this document. (See FAR 43.103.) 

(h) Item 14 (Description of Amendment/Modification). 

(1) Organize amendments or modifications under tr.e 
appropriate Uniform Contract Format (UCF;> 
section headings from the applicable solicitation 
or contract. The UCF table of contents, however, 
shall not be set forth in this document. 

(2) Indicate the impact of the modification on the 
overall total contract price by inserting one of tne 
following entries: 

(i) Total contract price increased by S 

(ii) Total contract price decreased by $ 

(iii) Total contract price unchanged. 

(3) State reason for modification. 

(4) When removing, reinstating, or adding funds, 
identify the contract items and accounting classi- 
fications. 

(5) When the SF 30 is used to reflect a determination 
by the contracting officer of the amount due in 
settlement of a contract terminated for the con- 
venience of the Government, the entry in Item 14 
of the modification may be limited to — 

(i) A reference to the letter determination; anc 

(ii) A statement of the net amount determined 
to be due in settlement of the contract. 

(6) Include subject matter or short title of solicita- 
tion/contract where feasible. 

(i) I tem 16B. The contracting officer's signature is no: 
required on solicitation amendments. The contracting 
officer's signature is normally affixed last on supple- 
mental agreements. 


(1) Accounting classification 

Net increase $ 
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